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SECRETMOSCOW 18011 

EXDIS 

E.O. 11652: XGDS-3 
TAGS: PARM, US, UR 

SUBJECT: TTBT/PNE NEGOTIATIONS: PROPOSED U.S. TEXT ON 
EQUIPMENT EXAMINATION. ROUND V - TTBT/PNE DELEGATION MESSAGE 
NO. 52 

1. FOLLOWING TEXT WAS HANDED TO SOVIET SIDE DURING 
RESTRICTED MEETING DECEMBER 17. 

BEGIN TEXT. 

SUGGESTED REVISIONS TO U.S. PROTOCOL TEXT, 

ARTICLE VII 

ADD NEW PARAGRAPH 3: 

3. THE PARTY CARRYING OUT THE EXPLOSION SHALL BE 
PROVIDED BY THE OTHER PARTY WITH THE FOLLOWING EQUIPMENT 
AND INFORMATION NOT LATER THAN 90 DAYS PRIOR TO THE 
BEGINNING OF THE EMPLACEMENT OF EACH EXPLOSIVE IN CONNECTION 
WITH WHICH SUCH EQUIPMENT IS TO BE USED IN ORDER TO 
PERMIT THE PARTY CARRYING OUT THE EXPLOSION TO FAMILIARIZE 
THEMSELVES WITH SUCH EQUIPMENT, IF SUCH EQUIPMENT AND 
INFORMATION HAS NOT BEEN PREVIOUSLY PROVIDED. THE EQUIPMENT 
PROVIDED SHALL BE RETURNED TO THE OTHER PARTY NOT LATER THAN 
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30 DAYS AFTER THE EXPLOSION. 
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(A) ONE COMPLETE SET OF ELECTRICAL EQUIPMENT FOR 
YIELD DETERMINATION AS SPECIFIED IN ARTICLE VI PARAGRAPH 
1(H) AND ARTICLE XI OF THIS PROTOCOL, ELECTRICAL AND 
MECHANICAL DESIGN INFORMATION, SPECIFICATIONS, AND 
INSTALLATION AND OPERATING INSTRUCTIONS CONCERNING THIS 
EQUIPMENT; AND 

(B) ONE COMPLETE SEISMIC STATION AND ASSOCIATED DATA 
TRANSMISSION AND RECORDING SYSTEM OF THE LOCAL NETWORK OF 
SEISMIC INSTRUMENTS SPECIFIED IN ARTICLE VI PARAGRAPH 2, 
ELECTRICAL AND MECHANICAL DESIGN INFORMATION, SPECIFICATIONS, 
AND INSTALLATION AND OPERATING INSTRUCTIONS CONCERNING THIS 
EQUIPMENT. 

ADD NEW PARAGRAPH 4: 

4. NOT LATER THAN 30 DAYS PRIOR TO THE BEGINNING OF 
EMPLACEMENT OF EACH EXPLOSIVE, ONE COMPLETE SET OF ELECTRICAL 
EQUIPMENT FOR YIELD DETERMINATION INCLUDING SPARE PARTS 

AND ONE COMPLETE SET OF SEISMIC EQUIPMENT CONSTITUTING THE 
LOCAL SEISMIC NETWORK, INCLUDING SPARE PARTS, WHICH SETS 
OF EQUIPMENT SHALL HAVE THE SAME TECHNICAL CHARACTERISTICS 
AS THE CORRESPONDING EQUIPMENT SPECIFIED IN PARAGRAPH 3 OF 
THIS ARTICLE, SHALL BE MADE AVAILABLE BY THE OTHER PARTY 
FOR EXAMINATION BY THE PARTY CARRYING OUT THE EXPLOSION FOR A 
PERIOD OF FIVE DAYS IN THE PRESENCE OF DESIGNATED PERSONNEL 
OF THE OTHER PARTY. AFTER A DUPLICATE OF THE RECORDED DATA 
HAS BEEN ACQUIRED FROM THE EQUIPMENT BY BOTH PARTIES, THE 
COMPONENTS OF THE EQUIPMENT USED FOR DATA RECORDING MAY BE 
RETAINED IN THE CUSTODY OF THE PARTY CARRYING OUT THE EX- 
PLOSION FOR A PERIOD THAT MAY BE AS LONG AS 30 DAYS. 

ADD NEW PARAGRAPH5: 

5. WHEN AN EXPLOSION IS TO BE CARRIED OUT IN THE 
TERRITORY OF A STATE OTHER THAN THE PARTY CARRYING OUT 
THE EXPLOSION, AT THE REQUEST OF SUCH STATE, THE RIGHTS AND 
PRIVILEGES OTHERWISE GRANTED TO THE PARTY CARRYING OUT THE 
EXPLOSION BY THE PROVISIONS OF PARAGRAPHS 3 AND 4 OF 

THIS ARTICLE, AS THEY PERTAIN TO SEISMIC EQUIPMENT AND 
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ASSOCIATED INFORMATION, SHALL BE GRANTED TO THE STATE IN 
WHOSE TERRITORY THE EXPLOSION IS TO BE CARRIED OUT. 


NOTE: 


RENUMBER ACCORDINGLY SUCCEEDING PARAGRAPHS IN ARTICLE VII. 
DELETE PARAGRAPHS 2(A) AND 3 OF ARTICLE XI WHICH THE 
PRECEDING SUGGESTED REVISIONS REPLACE. END TEXT. 
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